have "chewed them out" about bolting out of sequence (Tr.
254-258). Mr. Carpenter also confirmed that bad top has been
encountered in the mine "off and on," but that management has
corrected the conditions by using longer bolts to make it
safe, and has never ignored the condition (Tr. 258).

Mr. Carpenter stated that he does not believe he "would
be in trouble" if he made safety complaints to management,
and confirmed that he has often discussed mine conditions
with Mr. Blankenship, and that "he always said correct it,
. . . make it safe for us to work" (Tr. 259).  Mr. Carpenter
stated that Mr. Cox did not "have to good an attitude" toward
management, and that he has heard him say he would "whip
Carson." Mr. Carpenter believed that Mr. Cox might have been
kidding but sometimes he may have been serious.

Mr. Carpenter stated that he gets along with Mr. Jackson,
and that Mr. Jackson has never threatened or cursed him.
Mr. Carpenter never heard Mr. Cox complain to management about
safety, but has heard him talk to the crew about it (Tr. 261).
Mr. Carpenter stated that Mr. Blankenship has advised the crew
that they could roll the ventilation curtains down if they
needed more air, and Mr. Carpenter did not believe he "would
be in hot water" if he did so.  The roof bolter operator is
responsible for using the ATRS which is on the machine, and
Mr. Cox used it on occasion when bad top was encountered.  The
ATRS has always been maintained properly (Tr. 263).

On cross-examination, Mr. Carpenter identified exhibit
C-9 as a prior statement which he gave to the MSHA investi-
gator during the investigation of Mr. Cox's complaint, and he
confirmed that he stated that Mr. Cox "did a lot of hollering1'
to Mr. Blankenship and Mr. Jackson, and that Mr. Cox "com-
plained several times." Mr. Carpenter stated that Mr. Cox
"had a lot of 'complaints about different things," and that he
heard him talk about air at the face and the ventilation cur-
tains being rolled up.  He also understood that Mr. Cox spoke
about powder and caps on equipment, but did not hear him make
such statements. Mr. Carpenter also confirmed his prior state-
ment that on one occasion when Mr. Jackson threatened to fire
Mr. Cox, Mr. Cox told Mr. Jackson that "they would run the
mine according to the law." Mr. Carpenter construed this to
mean that the mine should run without any safety violations
(Tr. 264). Mr. Carpenter also confirmed his prior statement
that everyone on the day shift knew that Mr. Cox was keeping
"a book" on mine safety violations (Tr. 265).

Mr. Carpenter stated that he heard Mr. Cox state that he
did not like Saturday work, but never heard him complain about
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